THE  CATHEDRAL.  Started  in  1793  and  com- 
pleted in  1797  by  Father  Michael  O'Reilly.  It 
has  been  designated  a  Registered  National  His- 
toric Landmark  under  the  provisions  of  the 
Historic  sites  act  of  1935.  This  site  possesses 
exceptional  value  in  commemorating  or  illus- 
trating the  history  of  the  United  States  -  Dept. 
of  Interior,  National  Park  Service.  St.  Augus- 
tine, Florida. 
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